11 December 1969 


Lakehead Amateur Radio Club 


The meeting was called to order by President Bill Klemacki - 
VE3EEW at 8:40 pm. 


A very poor showing, only seven members and associates (were 
attending). 


A letter to Mr. Fallen was read and filed. 


An interesting talk by Bill Klemacki - VE3EEW and Ray Forslund 
— VE3SEDZ on the basics of 2 and 6 metre FM equipment showing how 
the equipment could be converted 146.94 MHZ. 


The meeting was adjourned at 10:40 pm. 


Signed: 


H. Elliott - VE3EDW 


President Secretary Treasurer 


Lakehead Amateur Radio Club History Project 


